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NETWORKS | 
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TYMCOM 20 
* Operating System environment with different modes _ - 
* Will run on SYSTEM XXVI and DEC KL | 


* First mode will be TOPS 20 corrpatible | 


* Later UNIX mode is a poszibility 

* Only in beginning stages 

* Talking to DEC | 

* TCP/IP will run under TOPS 20 mode 
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TECHNICAL SPECIFICATIONS OF SYSTEM XXVI 
* 4 mega—words, 36 bits/word, MOS memory 
* One standard coniputer rack 


plus one or more I/O racks 


* Variety of Disk/Tape options 
* Standard 110 VAC 
* Separate, integrated diagnostic microcomputer 


with remote access 
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NUMBERS 
** 11 machines 
* 3 networks 


me 1145 & 1155 hours uptime 
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INTERFACE CHART 
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BEC KI OFFICE-2 43 212 Bubb bulldg. c Commer ical 
BEC RI OF FICE~2 167 216 Bubb buildg. c Govt 
BYS XXV OPFICE<3 171 897 Bubb lab zoom ALMSA 
S¥S XXV OPPICE<<4 ¢ 168 VG2 second floor OAD 

GYS XEV OFFICE-5 1/93 1685 Bubb buildg. A OAD~DEV 
SYS MNV OFFICE-6 ¢ 896 Bubb buildg. A PYM 

SYS XXV OFFICE-7 235 @95 Bubb lab foom CECOM 
DEC KA OPPICE-8 0/93 236 Bubb bulldg. c ALMBA 
SYE XKVI OPTICE-9 ¢ Le Mt. View - Foonly Test 
SYS XXXVI OFFICE-10 © 242 VG2 second floor GAD-08 
SYS AXVI OPPICE-11 6 S75 VG2 Eirst floor GAD 

SYS Xxy WIC 0/73 ¢ BRI-NIC SRI 

SYS XX¥I 9 additional on order | 
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T & O RESPONSIBILITIES 


* Contracts administration 


* Operating Systems dev. and maint. 


* Equipment technical support 
* FEEDBACK 
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TECHNOLOGY AND OPERATIONS DEPARTMENT 


Sherril Blote [Hilen Carter 

Phil French . Steve Kudlak 
Robert Lieberman Bonny Mosher 
Israel Torres Pam Vittum 


